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The CARTRIDGE /DUMP programs is a stand-alone program that can be 
used to copy from cartridge to cartridge. The dump is a sequentiat 
copy of the cartridge. Cartridges used for input and output cannot 
contain, XO*%ed sectors. If an error condition is detected while 
atteapting to read or writes appropriate retries are made. If the 
retry cannot be made successfully» then the copy between the two 
drives witt not be allowed. The cartridge tabel is checked for 
validity» but is not copied... 
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The CARTRIOGE/DOUMP program does not operate under the control of 
the MCP and must be Loaded and executed through the cassette 
reader on the controkt panel. Information will be supplied to 
CARTRIDGE/OUMP through the SPO as to which drives to use. To stop 
CARTRIDGE/DUMP enter a <BLANK> after the tast dump has been 


comeneteds 


After CARTRIDGE/OUNP has been loaded successfully» the following 


messages will appear: 
CARTRIDGE DUMP MARK <version nuaber> 
ENTER INPUT ORIVE~<DC?> 

A correct response will produce the message: 


ENTER OUTPUT DRIVE-<0C?> 


After a correct response» the fotloning message is displayed: 


IS VERIFICATION REQUIRED? <YES OR NO> 


and if VERIFICATION has been requesteds the 
start at ER the message: 


VERIFICATION BEGINS 


After peer of the COPY or i ea 


SPO wilt display the message: 


‘pune COMPLETE <input drive><seriat nuaber> 
<seriat number> 
ENTER INPUT DRIVE°-<D0C?> 


A correct response wilt start the COPY. After the COPY is completed 


COMPARE phase witt 


without errors» the 


TO <output drive> 
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A <BLANK> entered at. cht time witt terninate CARTRIOGE/OUMP 
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with 


the message: 


MSG: 


4SG3 
RSP: 
MSG3 
RSP: 
MSG3 
RSP3 
MSG3 
MSG3 
MSG: 
RSP s 
MSG3 


END CARTRIOGE DUMP 


Example: 


CARTRIDGE DUMP MARK VI.0 

ENTER INPUT DRIVE-<0C?> 

occ 

ENTER OUTPUT ORIVE-<DC?> 
OCB 
IS VERIFICATION REQUIRED? <YES OR NO> 
YES } 
VERIFICATION BEGINS | 

DUMP COMPLETE DCC 621976 TO DCB 874356 
ENTER INPUT DRIVE=<DC?> 


END CARTRIDGE OUMP 
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DISK ERROR = RESULT IN “T° 


<The T-Register contains the result status of the I/0 Error. 
Hit Start to retry.) 


INVALID ; aeeeinel - TRY AGAIN 


— You responded with other than Ys No or DC?3— or the drive you 
asked for is not present.) 


TENP TABLE FILLED - <input drive> 


(Clear/starting input drive wilt fix this ea he 


OISK NOT READY 


‘DISK NOT PRESENT 


WRITE LOCKOUT 


REMOVED SECTORS ON. <drive> 


‘(input or output cartridge cannot contain XD*ed sectors.) 


CARTRIDGE LABEL BAD énvtiews- 


CINPUT ORIVE: Copy will not be altowed between the two 
drives.) | 


COUTPUT ORIVEs Initialize this disk before copying.) 


“170 ERROR - - ideeves. 


(Paritys timeouts address parity» or address error has 


] ) a 
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oecurred and retries failed to correct probten. Input error 
retried 5S timess output error retried 5 times» rewrittens and 
then re-read 5S aore tinese ) 


10. WO CARTRIDGE ON SYSTEM 


(No device was found with type of cartridge.) 
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